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"In Dallas, though the autopsy on President Kennedy had not been done ineptly,, 
there had been extrapodinary confusion 0 To top it off the original autopsy notes had 
seeb burned." 

The autopsy on JFK was not done in Dallas and the orig in al autopsy notes were not 
burned. It was the first draft that was bumed-in suburban V/ashingon, not Dallas. 


